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9109230158 Notification of contract execution,mod 2,Task Order 14,to "Nuclear Power
Reactor Operations,Mod & Maint Insp Svc." ContractonParameter.lnc.
DUBOSE.BJ. Contract Administration Branch (890205-900602). FIN L-1343-0. 91/097
12. SCHWINK.W.S. Planning, Program & Management Support Branch (Post 870411).
THOMAS.B.E. NRG - No Detailed Affiliation Given. 1p. 59187:020-59187:023.

-9109230162 Ltr contract NRC-03-89-027,mod 2 to Task Order 14, "Maint Team Insp -
Catawba Units 1 & 2," to "Nuclear Power Reactor Operations,Mods & Maint Insp
Svcs "

SCOfmL Contract Administration Branch 1 (Post 900603). FIN L-1343-0. 91/097
12. LOFY.RA PARAMETER, Inc. 3pp. 59187:021-59187:023.

9109180172 Discusses action plan in response to NRC Bulletin 88-008 re thermal
stresses in piping connected to RCS.

TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document
Control Desk). 2pp. 59145:355-59145:356.

9109110058 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Unkin4.16KVGESwitchgear."Svclistencl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109280170 Informs that licensee 880909 & 1228 responses to Bulletin 88-008 consist-
ent w/mod or monitoring alternatives stated in bulletin & acceptable.
REED.T.A. Project Directorate II-3. 91/09/17. MARTIN.R.E. Duke Power Co. 8pp.
59221:072-59221:079.

R. Periodic operating reports ft related correspondence

9109110054 "Catawba Semiannual Radioactive Effluent Release Rept," for first half of
1991 .including solid waste disposal rept, unplanned offsite releases & inoperable mon-
itoring equipmentW/910829 Itr.

TUCKMAN;M.S. Duke Power Co. 91/06/30.38pp. 59088:269-59088=307.

9109030254 Forwards fitness-for-duty program data repts for Jan-June 1990,per
10CFR26.7l(d).

TUCKMAN.M.S. Duke Power Co. 91/08/26. Document Control Branch (Document
Control Desk). 14pp. 58952:341-58952:354.

9109170211 Forwards monthly operating repts for Aug 1991 for Catawba Nuclear Sta-
tion Units 1 & 2 & monthly operating status rept for Jul 1991.
TUCKMAN.M.S. Duke Power Co. 91/09/13. Document Control Branch (Document
Control Desk). 1 p. 59133:072-59133:083.

-9109170220 Monthly operating repts for Aug 1991 for Catawba Nuclear Station Units 1

WILLIAMS.RA,   MOSER.S.W.   Duke   Power   Co.   91/08/31.   10pp.   59133:073-
59133:082.

-9109170227 Monthly operating status repts for Jul 1991 for Catawba Nuclear Station
Units 1 & 2.
* Duke Power Co. 91/07/31.1p. 59133:083-59133:083.

& Reportabte occurrences, UERs & related correspondence

9109080198 LER 91-009-00:on 910717,tech spec violations occurred resulting from im-
proper    overtemperature    delta-temp    circuit    scaling.Caused    by    inadequate
procedure.Procedure & vendor documentation revised.W/910822 Itr.
HARTZELL,C.U   HAMPTON.J.W.   Duke   Power  Co.   91/08/22.  8pp.   59059:278-
59059:285.

9109040228 Special repton 910719,steam generator A channel 5 of vibration & loose
parts monitoring sys declared inoperable due to low signal on channel.Channel inoper-
able for more than 30 days since repairs require containment entry.
TUCKMAN.M.S. Duke Power Co. 91/08/26. Document Control Branch (Document
Control Desk). 2pp. 58954:049-58954:050.

9109040185 LER 91-016-00:on 910730,tech spec violation occurred re control rod posi-
tion alarm monitor being inoperable.Caused by mgt deficiency.PSD personnel repro-
gramming RAM programs & verifying ROMs operated property.W/910828 Itr.
HART2ELL.C.L,   HAMPTON.J.W.   Duke   Power  Co.   91/08/28.  7pp.   59009:033-
59009:039.

9109300245 LER 91-017-00:on 910815,discovered that Tech Spec* violation on 901109
resulted from missed 18-month charger capacity test on battery charger lECA.Caused
by inadvertent computer entry.Addl checks implemented.W/910912 Itr.
HARTZELUC.L,   HAMPTON,J.W.   Duke   Power  Co.   91/09/11.   7pp.   59263:235-
59263:241.

9109300282 Problem Investigation Rept 1-C91-0157:on 91041 ^discovered that actu-
ators for two of four steam generator blowdown sys containment isolation bypass
valves may not close valves. Improved lubrication method developed.
HAMPTON.J.W. Duke Power Co. 91/09/11. Document Control Branch (Document
Control Desk). 6pp. 59260:077-59260:082.

9109230110 Special repton 910809,Channel 11 of vibration & loose parts monitoring
sys declared inoperable due to high background noise on channel.Channel will not be
repaired until future outage.Channel 7 operable & provides coverage.
TUCKMAN.M.S. Duke Power Co. 91/09/16. Document Control Branch (Document
Control Desk). 2pp. 59189:047-59189:048.

V. Operator Examinations

9109100173 Advises that administration of written & operating exams scheduled for
911021.Ref mails listed on encl should be provided by 910821.
PEEBLES.TA Region 2 (Post 820201). 91/08/12. TUCKMAN.M.S. Duke Power Co.
13pp. 59023:066-59023:078.

V. Dry Cask Independent Spent Fuel Storage Installations

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power
Agency 1.NC Electric Membership Corp.Piedmont Municipal Power Agency & Saluda
Rrver Electric Cooperative, Inc.Form 10-K also encl.

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document
Control Desk). 2pp. 59247:129-59247:347.

-9109280208 "NC Municipal Power Agency 1 Annual Rept, 1990."
BOBO.J.T. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247:179-
59247:211.

-9109270020 "NC Electric Membership Corp 1990 Annual Rept."
* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239.

-9109270031 "Piedmont Municipal Power Agency 1990 Annual Rept."
BAUER.J.A.  Piedmont  Municipal   Power Agency.  90/12/31.   106pp.   59247:240-
59247:347.

DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9109110238 Forwards public version of revised Crisis Mgt Implementing Procedures
(CMIP).including Rev 40 to CMIP-1, Rev 36 to CMIP-4,Rev 40 to CMIP-S.Rev 45 to
CMIP-6 & Rev 45 to CMIP-7.

TUCKMAN.M.S. Duke Power Co. 91/08/20. Document Control Branch (Document
Control Desk). 1p. 59071:004-59071:258.

-9109110258   Public   version   of   revised   Crisis   Mgt   Implementing   Procedures
(CMIP).including Rev 40 to CMIP-1 ,Rev 36 to CMIP-4,Rev 40 to CMlP-5,Rev 45 to
CMIP-6 & Rev 45 to CMIP-7.
HARRIS.R.E. Duke Power Co. 91/08/20. 145pp. 59071:005-59071:258.

9109100177 Rev 39 to "Crisis Mgt Plan for Nuclear Stations." W/910828 Itr.
TUCKMAN.M.S. Duke Power Co. 91/08/28. 21pp. 59082:328-59082:348.

9109100198 Rev 12 to EPIP OP/O/A/6200/21, "Operating Procedures for Post Acci-
dent Liquid Sampling Sys." W/910828 Itr.
TUCKMAN.M.S. Duke Power Co. 91/08/28. 74pp. 59077:327-59078:039.

9109160149 Forwards insp repts 50-413/91-17 & 50-414/91-17 on 910805-09-No viola-
tions or deviations noted.

COLLINS.D.M. Region 2 (Post 820201). 91/08/30. TUCKMAN.M.S. Duke Power Co.
4pp. 59098:263-59098:274.

-9109160155 Insp repts 50-413/91-17 & 50-414/91-17 on 910805-09.No violations or
deviations noted.Major areas inspected: emergency plan & associated implementing
procedures, facilities.equipment.instrumentation & supplies.
KREH.J.L Region 2 (Post 820201). 91/08/28. 8pp. 59098:267-59098:274.

I. Financial Information

9109260205 Forwards 1990 annual repts for Duke Power Co.NC Municipal Power
Agency 1.NC Electric Membership Corp.Piedmont Municipal Power Agency & Saluda
River Electric Cooperative, Inc.Form 10-K also encl.

TUCKMAN.M.S. Duke Power Co. 91/09/19. Document Control Branch (Document
Control Desk). 2pp. 59247:129-59247:347.

-9109280208 "NC Municipal Power Agency 1 Annual Rept.1990."
BOBO.JT. North Carolina Municipal Power Agencies. 90/12/31. 33pp. 59247:179-
59247:211.

-9109270020 "NC Electric Membership Corp 1990 Annual Rept."
* North Carolina Electric Membership Corp. 90/12/31. 24pp. 59247:212-59247:239.

-9109270031 "Piedmont Municipal Power Agency 1990 Annual Rept."
BAUER.J.A.   Piedmont  Municipal   Power Agency.  90/12/31.   106pp.   59247:240-
59247:347.

P. Operating license stage documents & correspondence

9109250006 Partial response to FOIA request for records.App B & C records available
in PDR.

QRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/04/19. WILLIAMS.O. JRA Associates. 18pp. 59236:042-59242:147.

-9109250173 Invites interested parties to meeting re ISLOCA program review.
BURDICK.G. NRC - No Detailed Affiliation Given. 90/10/01. MINNERS.W. NRC - No
Detailed Affiliation Given. 2pp. 59238:293-59238:294.

9109030058 Forwards amends 90 & 84 to licenses NPF-35 & NPF-52, respectively &
safety evaluation.Amends revise carbon absorber test method & methyl iodide pene-
tration criteria.

MARTIN.R.E Project Directorate II-3. 91/08/23. TUCKMAN.M.S. Duke Power Co. 4pp.
58951:082-58951:113.

-9109030061 Amends 90 & 84 to licenses NPF-35 & NPF-52,respectively, revising
carbon absorber test method & methyl iodide penetration criteria w/other administra-
tive changes to annulus ventilation & CR area ventilation sys.
MATTHEWS.D.B. Project Directorate II-3. 91/08/23. 23pp. 58951:088-58951:108.

-9109030063 Safety evaluation supporting amends 90 & 84 to licenses NPF-35 & NPF-
52,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/23. 5pp.
58951:109-58951:113.. 58996:336-58996:341.
